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BRAUN SILK EPIL3 EPILATOR 3170 
BASIC 


Brand: BRAUN SILK EPIL3 EPILATOR 
3170 BASIC 


The BRAUN SILK EPIL3 EPILATOR 3170 
BASIC provides an effective and gentle 
epilation for soft and smooth skin. Its 
advanced technology helps remove 
even the shortest hairs, while the 
SoftLift Tips help lift hairs for easy and 
efficient removal. Enjoy up to 4 weeks 
of smooth skin without the hassle of 


shaving or waxing. 


Elevate your grooming routine with the 
BRAUN SILK EPIL3 EPILATOR 3170 
BASIC, your go-to solution for smooth, 


hair-free skin. 


Effortless Hair Removal 


Achieve silky skin effortlessly with this 
epilator's efficient 20-tweezer system 


that tackles even the finest hairs. 


Active Massage Rollers 


The built-in massage rollers actively 
stimulate your skin, reducing 


discomfort during the epilation process. 


Versatile Wet € Dry Use 


This epilator is perfect for both wet and 
dry usage, adding flexibility to your 


skincare routine. 


Corded for Reliability 


No need to worry about battery life; this 
corded epilator ensures uninterrupted 


power for consistent performance. 


Long-Lasting Results 


Experience up to 4 weeks of hair-free 
skin as the epilator removes hair at the 


root. 


Ideal for Beginners 


The BRAUN SILK EPIL3 EPILATOR 3170 
BASIC is perfect for those new to 
epilation, offering a simple yet effective 


solution. 


Tweezer System 


Tweezers efficiently remove hairs by the 


root for long-lasting smoothness. 


SoftLift Tips lift flat lying hair and guide 


them to the tweezers for easier removal. 
SoftLift Tips 


Massage rollers 


The Massage Rollers gently stimulate 
and massage your skin for even more 


comfort. 


